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Berkshire 


Bulk/Car Carrier - 31,475 d.w.t. 


Captain Woodfield J.R 
Chief Eng Officer Godfrey A,P 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 

Radio Officer 





Lowe J.H 2nd Eng Officer Wright R.A 
Penry G.N 3rd Eng Officer Edmunds A.N 
Feast A 4th Eng Officer Duffy A 
Gardner M.A Engineer Cadet French D.I 
Docker J.E Engineer Cadet Watson A.P 
Breivik P.R Electrical Officer Whitehouse C 

C.P.0 Kwok K 

Cook ChanL 

Baker Leung M.Y 

Cheshire IV 


Geared bulk Carrier - 31,475 d.w.t. 


Captain Marsh D.G 
Chief Eng Officer Milligan T.W 





Chief Officer 
2nd Officer 
3rd Officer 
Deck Cadet 
Deck Cadet 
Radio Officer 


Farquhar D.C.S 
Morgan D.C 
Macnicol D.H 
Ratcliffe P.S 
Drew J.D 


2nd Eng Officer Burke C 

3rd Eng Officer Hughes J.H 

4th Eng Officer Hully P.G 

Engineer Cadet Wright A.M 
Electrical Officer Campbell A.G 


Bolton-Heaton C.L 


C.P.0 Wong P 
Cook Foo S.P 
Baker Wong C.O 





Devonshire II 
Gas Carrier - 52,647 cubic metres 


Captain Edwards R.A.F 
Chief Eng Officer Clark | 





Chief Officer Brough R.W.A 2nd Eng Officer Tetlow D.R 
2nd Officer Browne D.G Ext 2nd Eng Officer Eccles W.G.A 
3rd Officer Holgate R.A Cargo Engineer Patterson F.H 
Deck Cadet Byrom M 3rd Eng Officer Jensen M 
Deck Cadet Pailing A 4th Eng Officer McCormack J 

Radio Officer Palethorpe J.G Jnr Eng Officer Critchley K.S 

Purser Oates J.W Engineer Cadet Eades B 


Engineer Cadet Stark P.E 
Electrical Officer Lewis D.S 
C.P.0 Horabin D.K 
Cook Theaker P.E 
2nd Steward Britton R.M 
Storekeeper Jones C.E 





Hampshire 
Gas Carrier - 52,647 cubic metres 


Captain Creamer D.J 
Chief Eng Officer Paul J.J 





Chief Officer Marsh C.H 2nd Eng Officer Turbitt D 
2nd Officer Hargreaves W.J.M Cargo Engineer Olson S 
3rd Officer Osbourne M.W 3rd Eng Officer O'Brien T.H 
Deck Cadet Stephens A.D 4th Eng Officer Andrew C.S 
Deck Cadet Dodds C.N Jnr Eng Officer Whittaker M.A 
Deck Cadet Regan A.E Engineer Cadet Baillie A.R.B 
Radio Officer Wade C Engineer Cadet Thomas B.D 
Electrical Officer Jackson D.H 
C.P.0 Hale D.J 


Cook Sedgwick M 
Storekeeper McGarry J 





Head Office 


Lincolnshire 


Captain Middleton R.C 


Gas Carrier - 31,296 cubic metres 


Captain Thomas C.O 


Chief Eng Officer Mcintyre P.A 





Chief Officer Court R.J 2nd Eng Officer Smith J.M 
2nd Officer Harvey S Cargo Engineer Hotham K.H 
Ext Chief Officer Hughes J.R 3rd Eng Officer Ramsey A.V 
3rd Officer Gordon |.D 4th Eng Officer Pegler I.F 
Deck Cadet Jones M.A Jnr Eng Officer Davis P.E 
Radio Officer Valentine G.K Engineer Cadet Keighley A.J 
Purser Chadwick D.H Engineer Cadet Jones M.1 


Electrical Officer 


Rogers D 


C.P.0 Carter R.A 
Cook Eley M.B 
Storekeeper Kelly J 





Safe Dominia 
Accommodation Barge - 9,819 d.w.t. 


Chief Eng Officer Smith M.D 





3rd Eng Officer Fairhurst F.W 
3rd Eng Officer Elliot A.K 
Senior Elect Officer Le Marchand A.G 


Staffordshire IV 


Gas Carrier - 75,970 cubic metres 


Captain Nisbet M.R 
Chief Eng Officer Macfarlane A.P 





Chief Officer Southby M 2nd Eng Officer Bell R.C 
2nd Officer Mortensen A.R Cargo Engineer Edgington J.S 
3rd Officer Walker S.L.J 3rd Eng Officer Taylor R.B 
Radio Officer Nash M.S 4th Eng Officer Nicholson | 
Purser Bryce A.A Jnr Eng Officer Makinson W.D 


Electrical Officer Kennedy A 
C.P.0 TunnaL.H 
Cook HomanL.M 
Storekeeper Cunningham W 





Wiltshire 


Gas Carrier - 15,495 cubic metres 


Captain Corcoran J.A 
Chief Eng Officer Penny D.N 





Chief Officer Martin F.R.F 2nd Eng Officer McConnell R.J 
2nd Officer Burnett A.D Cargo Engineer Robinson A.J 
3rd Officer Malpass A.J 3rd Eng Officer Garbutt W.W 
Radio Officer Dickinson B 4th Eng Officer Powell A.K 
Purser Heaslip G Jnr Eng Officer Macfarlane D.P.C 
Electrical Officer Waites A 
C.P.0 Danily A 


Cook Crozier M 
Storekeeper Butterworth T 





